1620 


HARYANA GOVT GAZ., DEO . 16 , 1975 (AGHN . 25, 1897 SAKA ) 


(PART 1 


No. 17999 / Bii. Where is the Governor of Haryana is satisfied that land specified below is needed 
by the Government, at public e spense , for a public purpose, namely , for providing Water -Supply Scheme, 
Pinangwan group of villages , ehil Ferozepur- Thiska , district Gurgaon , it is hereby declared that he land 
described in the specification below is required for the above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 
1894 , to all whom it may concern and under the provisions of section 

section of 

y of the Act , the Land 
Acquisition Collector, P. W. D., B. & R. Branch , Ambala , is hereby directed to take order for the acquisi 
tion of the said land. 


Plans of the land ina , be inspected in the offices of Land Acquisition Collector , P. W. D., 
B. & R. Branch , Ambala Cantt and the Executive Engineer, Public Health Division , Gurgaon , 


SPECIFICATION 


Serial 
No. 


Name of 
District 


Name of 

Tehsil 


Name of 

Village 


- 


Hadbast 

No. 


Remarks 


Area in 

acres 


Khasra Nos . 


1 


Gurgaon 


pinangwao 


127 


2.75 


Ferozepur 
Jhirsa 


30 


7 , 14 , 15 , 16 
31 


20 


2 


No. 18005 / Bii . - Whereas the Governor of Haryana is satisfied that land specified below is needed 
b " the Government, at public cxpxepse , for a public purpose , namely , for providing Water Supply Scheme, 
Biadas group of villages, Teisij Ferozepur- shirka , District Gurgaon, it is hereby declared that the land 
described in the specification below is required for the above purpose . 


This declaration is made under the provisions of section 6 of the Land Acquisition Act , 1894 , to all 
1 hom it may concern and under the provisions of section 7 of the Act, the Land Acquisition Colloctor, 
P.W.D., B. & R. Branch , Ambala , is hereby directed to take order for the acquisition of the said land . 


Plans of the land may be inspected in the offices of Land Acquisition Collector, P.W.D., B. & R. 
Branch , Ambala Cantt. and the Executive Engineer, Public Health Division, Gurgaon . 


SPECIFICATION 


Remarks 


Sr. 
No. 


Name of 
District 


Name of 
Tehsil 


Name of 
Village 


Hadbast 

No. 


Area in 
acres 


Khasra 
Nos , 


1 


Gurgaon 


Khanpur Ghati 


1.20625 


Ferozepur 
Jhirka 


46 


8 


13 


. 


2 


A. N. MEHENDALE , 


Superintending Engincor, 
Rohtak Public Health Circle , Haryana 

P.W.D., Rohtak , 


. 


